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on the spot it is difficult to obtain trustworthy inform¬ 
ation ; by some it is said that one condition of the contract 
for the construction of the railway, which is being pushed 
forward to the copper, lead, and zinc fields at Broken 
Hill, 400 miles to the north-east, is that 100,000 tons of 
the ore must be sent to Beira yearly for ten years. If 
true, then that ore will not be available for reduction at 
the falls. 

There is a convenient spot for a power station near the 
water at the end of the second gorge—all the Niagara 
power stations are on the top of the falls, with the excep¬ 
tion of those of the Ontario Power Company, and the old 
Electric and Hydraulic Company—and it is the latter 
method of construction that would be the most suitable 
to follow at a Victoria power station. 

But jealously guard the beauty of your falls. The pro¬ 
tection of the grandeur of their American sister was the 
underlying idea of Thomas Evershed’s hydraulic power 
scheme of 1886. How little has that object been kept 
sight of? 

Niagara was glorious nature, to-day it is power, Victoria 
is poetry. 


FORTHCOMING BOOKS OF SCIENCE. 
A/TR. EDWARD ARNOLD gives notice of “ The 
^ 1 Great Plateau, being an Account of Exploration in 
Central Tibet, 1903, and of the Gartok Expedition, 1904- 
1905,” by Captain C. G. Rawling, illustrated; “ In the 
Desert,” by L. M. Phillipps, illustrated; ‘‘Two Years in 
the Antarctic, being a Narrative of the British National 
Antarctic Expedition,” by Lieut. A. B. Armitage, illus¬ 
trated; “ Common Ailments and their Treatment,” by Dr. 
M. H. Naylor; ‘‘ Electric Lighting for the Inexperienced,” 
by H. Walter; “Races of Domestic Poultry,” by E. 
Brown, illustrated; “Recent Advances in Physiology,” by 
Drs. A. P. Beddard, L. Hill, F.R.S., J. J. R. Macleod, B. 
Moore, and M. S. Pembrey; “ Valves and Valve Gear 
Mechanisms,” by Prof. W T . E. Dalby, illustrated; 
“ Surgical Nursing and the Principles of Surgery for 
Nurses,” by Dr. R. Howard, illustrated; “The Laws of 
Health,” by Dr. D. Nabarro, illustrated; and new editions 
of “ Practical Physiology,” by Drs. A. P. Beddard, J. S. 
Edkins, L. Hill, F.R.S., J. J. R. Macleod, and M. S. 
Pembrey, illustrated; and “Food and the Principles of 
Dietetics,” by Dr. R. Hutchison, illustrated. 

Messrs. Bailli&re, Tindall and Cox’s list includes :— 
“ Psychiatry,” by Prof. Bianchi, translated by Dr. J. H. 
MacDonald; “Manual of Anatomy,” by Dr. A. M. 
Buchanan, illustrated; “ Manual of Military Hygiene,” by 
Lieut.-Colonel R. Caldwell, illustrated ; “ Aids to Surgical 
Diagnosis,” by H. W. Carson; “Sound and Rhythm,” 
by Dr. W. Edmunds, illustrated; “Aids to Pathology,” 
by Dr. W. d’Este Emery; “ Trypanosomata and the 
Trypanosomiases, ” by A. Laveran and F. Mesnil, translated 
and edited by Dr. D. Nabarro; “Nodal Fevers,” by Dr. 
A. A. Lendon, illustrated; “ Applied' Bacteriology,” by 
C. G. Moor and Prof. R. T. Hewlett; “Practical Agri¬ 
cultural Chemistry,” by F. Robertson; “Sanitary Science 
Laboratory Work,” by Dr. D. Sommerville, illustrated; 
and new editions of “ Heart Disease, with Special Refer¬ 
ence to Prognosis and Treatment,” by Sir W. H. 
Broadbent, Bart., F.R.S., and Dr. J. F. H. Broad- 
bent, illustrated; “Physical Diagnosis,” by Dr. R. C. 
Cabot; “ Lectures on Clinical Psychiatry,” by Dr. E. 
Kraepelin, authorised translation revised and edited by 
Dr. T. Johnstone; “Ambulance Work,” by Drs. J. W. 
and J. Martin; “Manual of the Diseases of the 
Eye, for Students and Practitioners, ” by Dr. C. H. May 
and C. Worth, illustrated; “A Manual of Surgery for 
Students and Practitioners,” by Dr. W T . Rose and A. 
Carless; “The Nature and Treatment of Cancer,” by Dr. 
j. A. Shaw-Mackenzie; “Manual of Physiology, with 
Practical Exercises,” by Dr. G. N. Stewart, illustrated; 
“ The Rontgen Rays in Medical Work,” by Dr. D. Walsh, 
illustrated; and “ The Deformities of the Human Foot; 
with their Treatment,” bv Drs. W. J. Walsham and 
W, K. Hughes. 

Messrs. George Bell and Sons announce :—“ Integral 
Calculus for Beginners,” by A. Lodge; and a new edition 
of “ Elementary Dynamics,” by W. M. Baker. 
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Messrs. A. and C. Black promise :—“ Black’s Medical 
Dictionary,” by J. D. Comrie, illustrated; “The Practical 
Angler, or the Art of Trout-fishing more particularly 
applied to Clear Water,” by W. C. Stewart; “A Treatise 
on Zoology,” edited by Dr. E. Ray Lankester, F.R.S., 
part v., “ Mollusca,” by Dr. P. Pilseneer; and a new 
edition of “ The System of the Stars,” by A. M. Clerke, 
illustrated. 

Messrs. W. Blackwood and Sons direct attention to :— 
“ The Forester, a Practical Treatise on British Forestry 
and Arboriculture for Landlords, Land Agents, and 
Foresters,” by Dr. J. Nisbet, illustrated; and “ Herbart’s 
Psychology and Educational Theory, a General Interpret¬ 
ation through the Philosophy of Leibniz,” by Dr. J. 
Davidson. 

The list of the Cambridge University Press contains ^ 
“ Tables and Constants to Four Figures, for use in 
Technical, Physical and Nautical Computation and adapted 
to the Requirements of Junior Mathematical Students,” 
compiled by the Rev. W. Hall; “ The First Book of Euclid's 
Elements with a commentary, based principally upon 
that of Proclus Diadochus, ” by W. B. Frankland; “The 
Theory of Sets of Points,” by Drs. W. H. Young and 
G. C. Young; “The Elements of Solid Geometry, con¬ 
taining the Principal Theorems relating to Lines and Planes 
in Space, Polvhedra, the Cylinder, Cone and Sphere,” by 
Dr. C. Davison ; “ The Collected Mathematical Papers of 
James Joseph Sylvester, F.R.S.,” edited by Dr. II. F. 
Baker, F.R.S., vol. ii. ; “ The Fauna and Geography of 
the Maidive and Laccadive Archipelagoes, being the 
Account of the Work carried on and of the Collections 
made by an Expedition during the Years 1899 and 1900 
under the Leadership of J. Stanley Gardiner, illustrated; 
“ Reports of the Anthropological Expedition to Torres 
Straits by the Members of the Expedition,” edited by Dr. 
A. C. Haddon, F.R.S. ; “ Histological Studies on the 
Localisation of Cerebral Function,” by Dr. A. W. Camp¬ 
bell ; “ Fossil Plants, a Manual for Students of Botany 
and Geology,” by A. C. Seward, F.R.S., illustrated, 
vol. ii. ; “ Trees : a Handbook for Students of Forest 
Botany,” by Prof. H. Marshall Ward, F.R.S., illustrated, 
vols. iv., v., and vi. ; “ The Morphology of Plants,” by 
J. C. Willis, illustrated; and “ An Introduction to 
Geology,” by Dr. J. E. Marr, F.R.S., illustrated. 

Messrs. Cassell and Co., Ltd., announce :—“ The Zoo¬ 
logical Society of London, a Sketch of its Foundation and 
Development, and the Story of its Farm, Museum, 
Gardens, Menagerie, and Library,” by H. Scherren, illus¬ 
trated; “Pictures from Nature,” by R. and C. Kearton, 
with Rembrandt photogravures; “Duval’s Artistic 
i\natomy,” edited by Prof. A. M. Paterson, illustrated; 
“ A Manual of Chemistry, Inorganic and Organic, covering 
the Synopsis of the Conjoint Board and the Society of 
Apothecaries,” by Dr. A. P. Luff and F. J. M. Page, 
illustrated; “Organotherapy, or Treatment by Means of 
Preparations of Various Organs,” by Dr. T. II. B. Shaw; 
“ Hygiene and Public Health,” by Drs. B. A. Whitelegge, 
C.B., and G. Newman, illustrated; “Clinical Methods* 
a Guide to the Practical Study of Medicine,” by Dr. R. 
Hutchison and H. Rainy, illustrated; and “ Materia 
Medica and Therapeutics, an Introduction to the Rational 
Treatment of Disease,” by Dr. J. M. Bruce. 

The Clarendon Press notices include :—“ Schiaparelli’s 
Astronomy in the Old Testament,” translated; “The 
Dawn of Modern Geography,” by C. R. Beazley, vol. in. ; 
“Criminal Responsibility,” by Dr. C. Mercier; “ Knuth’s 
Flower Pollination,” translated by J. R. A. Davis; and 
“ Solereder’s Anatomical Characters of the Dicotyledonous 
Orders,” translated by I,. A. Boodle and F. E, Fritsch, 
revised by H. D. Scott. 

Messrs. A. Constable and Co., Ltd., will issue:—“The 
Ways of Nature,” by J. Burroughs; “A Study of 
Aboriginal Life in Australia, the Euahlai Tribe,” by 
Mrs. L. Parker, illustrated; “ Two Bird-Lovers in 
Mexico,” by C. W\ Beebe, illustrated; “The Fixed 
Period,” five addresses by Prof. W. Osier; “Scarabs, 
an Introduction to the Study of Egyptian Seals 
and Signet Rings,” by P. E. Newberry, illustrated; 

“ Ethics and Moral Science,” by L. L^vy-Bruhl, trans¬ 
lated by E. Lee; “ The Subconscious, a Study in Descrip¬ 
tive Psycholog)*,” by Prof. Jastrow; “Motor Vehicles and 
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Motors, ” by W. W. Beaumont, vol. ii., illustrated; “Sub¬ 
aqueous Tunnelling,” by W. C. Copperthwaite, illustrated; 
“ The Economic and Commercial Theory of Heat Power 
Plants,” by R. H. Smith; “ Electric Railways, Theo¬ 
retically and Practically Treated,” by S. W. Ashe and 
S. I). Keiley, illustrated; “Modern American Machine 
Tools,” by C. Benjamin, illustrated; “Steam Turbines, 
with an Appendix on Gas Turbines and the Future of 
Heat Engines,” by Dr. A. Stodola, illustrated; “National 
Engineering and Trade Lectures,” edited by B. H. 
Morgan : vol. ii., “ British Progress in Pumps and Pump¬ 
ing Engines,” by P. R. Bjorling; vol. iii., “British 
Progress in Gas Works Plant and Machinery,” by C. E. 
Rrackenbury ; “ Mechanical Appliances, Mechanical Move¬ 
ments and Novelties of Construction,” by G. D. Hiscox, 
illustrated; “Tropical Diseases,” by Sir P. Manson, 
K.C.M.G., F.R.S., illustrated; “ Diets and Dietetics,” by 
A. Gauthier, translated by I)r. Rice-Oxley ; “The Bacteri¬ 
ology of Peritonitis,” by Dr. L. Dudgeon and P. W. G. 
Sargent; “Physiology of the Nervous System,” by J. P. 
Morat, translated and edited by Dr. H. W. Syers, illus¬ 
trated; and “Leprosy and Fish Eating,” by Dr. J. 
Hutchinson, F.R.S., illustrated. 

Messrs. J. M. Dent and Co. announce :—“ The Bird¬ 
watcher in the Shetlands,” by E. Selous, illustrated; and 
“ Introduction to Geometry,” by Drs. G. C. and W. H. 
Young. 

Messrs. Duckworth and Co. have in hand :—“ Hand¬ 
book of Geography : Physiographical and Mathematical,” 
by Dr. E. Reich, with maps and diagrams; and a new 
edition of “A Glossary of Botanic Terms, with their 
Derivation and Accent,” by B. D. Jackson. 

Mr. A. C. Fifield promises :—“ The Science of Symbols,” 
by G. Blount; and “ Poverty and Hereditary Genius,” by 

F. C. Constable. 

Messrs. R. Friedlander and Son (Berlin) promise:— 
“ Carnephorus im Baikal-See,” by A. Korotneff ; Tierreich, 
Lief. 2i, “ Amphipoda, ” I., by T. R. R. Stebbing, Lief. 22, 
“ Heliconidse,” by H. Stickel u. H. Riffarth ; “ Joh. 
Wislicenus, his Life and Works,” by E. Beckmann; 
“ Wissenschaftl. Ergebnisse einer zoolog. Expedition nach 
dem Baikal-See,” Heft, i., ii., v. ; and “ Plankton des 
Baikal-Sees,” by Zernow. 

The Funk and Wagnalls Co. will publish :—“ Atonia 
Gastrica,” by Dr. A. Rose; “ Carbonic Acid in Medicine,” 
by Dr. A. Rose; “ Psychic Treatment of Nervous Dis¬ 
orders, ” by Dr. Dubois; and “Psycho-Neurosis and its 
Moral Treatment,” by Dr. Dubois. 

Mr. Alexander Gardner announces :—“ Familiar Scottish 
Birds,” by A. N. Simpson. 

Messrs. Gauthier-Villars (Paris) give notice of :—“ Sur 
les Systfcmes triplement ind^termines et sur les Systemes 
triple-orthogonaux,” by Prof. G. Guichard, illustrated; 
“ CEuvres de Charles Hermite, ” Tomes ii. and iii. ; “ Cours 
d'Analyse de la Facultd des .Sciences de Paris,” by Prof. 
E. Goursat, Tome ii. : “ Theorie des Fonctions analytiques. 
Equations difffirentielles. Equations aux Derivees par- 
tielles. Elements de Calcul des Variations”; “ Pr6cis de 
Photographic g£n£rale, ” by E. Belin, illustrated; “Les 
Procedes de Commande a Distance au Moyen de 
1 ’Electricite, ” by Frilley ; “Les Industries cle la Conserv¬ 
ation des Aliments,” by X. Rocques. 

Messrs. Gay and Bird announce :—“ The Arab : the 
Horse of the Future,” by Hon. Sir J. Boucaut, K.C.M.G., 
with a preface by Sir W. Gilbev, Bart., illustrated. 

Messrs. Charles Griffin and Co., Ltd., give notice of :— 
“Mining Law,” by C. J. Alford; “Mining Geology: a 
Text-book for Mining Students and Miners,” by Prof. 
J. Park, illustrated; “Wireless Telegraphy,” by Dr. 

G. Eichhorn, illustrated; “Electricity Meters,” by H. G. 
Solomon, illustrated; “Testing Explosives,” by C. E. 
Bichel and A. Larsen, illustrated; “ Paper Technology, 
an Elementary Manual on the Manufacture, Physical 
Qualities, Chemical Constituents, and Testing of Paper 
and Paper-making Fibres, with Selected Tables for the 
Use of Publishers, Stationers, and Others,” by R. W. 
Sindall, illustrated ; “A Practical Laboratory Handbook 
on the Bacteriology of Brewing,” by W. A. Riley; “A 
Handbook of Medical Jurisprudence and Toxicology, for 
the Use of Students and Practitioners,” by Dr. W. A. 
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Brend, illustrated; “ Toxine and Anti-Toxine,” by Dr. C. 
Oppenheimer, translated from the German by C. A. 
Mitchell; “ The Laboratory Book of Mineral Oil Analysis,” 
by J. J. Hicks, illustrated; “Physico-chemical Tables for 
the Use of Analysts, Physicists, Chemical Manufacturers 
and Scientific Chemists,” vol. ii., “Chemical Physics, 
Pure and Analytical Chemistry,” by J. Castell-Evans ; and 
new editions of “ Petroleum and its Products, a Practical 
Treatise,” by Sir B. Redwood, illustrated; “ Gas, Oil, and 
Air Engines : a Practical Text-book on Internal Combus¬ 
tion Motors,” by B. Donkin; “Properties of Matter,” 
by Profs. J. H. Poynting and J. J. Thomson, F.R.S. ; 
and “ Principles and Practice of Brewing, for the Use of 
Students and Practical Men,” by W. J. Sykes, illustrated. 

Messrs. Harper and Brothers’ list includes :—“ Evolu¬ 
tion : the Master Key,” by Dr. C. W. Saleeby; “ Practical 
Electric Wiring,” by C. C. Metcalfe; and “Alternating 
Currents,” by Prof. A. Hay. 

Mr. W. Heinemann’s list contains :—-“ The World’s 
History, a Survey of Man’s Record,” edited by Dr. II. F. 
Helmolt, “ Eastern Europe,” “ ThS Slavs,” “The Teuton 
and Latin Races,” “Western Europe since 1800,” “The 
Atlantic Ocean ”; “ Through Five Republics, a Critical 
Description of the Argentine, Brazil, Chile, Uruguay, and 
Venezuela in 1905,” by P. P. Martin, illustrated; “Medi¬ 
cine and the Public,” by Dr. S. S. Sprigge; “ Concerning 
Death,” by Prof. O. Bloch, edited by Dr. O. Lankester; 
“ Sex and Character,” translated from the German of. 
O. Weininger; and “The Dog Book,” by J. Watson, 
2 vols., illustrated. 

Messrs. Hodder and Stoughton will publish :—“ W 7 ith 
the Abyssinians in Somaliland,” by Major j. W. Jenning 
and Dr. C. Addison; “ W’oodmyth and Fable,” by E. 
Thompson-Seton; and “The Medical Epitome Series,” 
edited by Dr. V. C. Pedersen, 20 vols. 

Messrs. Hutchinson and Co. direct attention to :— 
“Liberia, the Negro Republic in West Africa,” by Sir 
H. Johnston, G.C.M.G., K.C.B., illustrated ; “ With Flash¬ 
light and Rifle in Equatorial East Africa, a Record of 
Hunting Adventures and of Studies in Wild Life,” by 

C. G. Schillings, translated by F. Whyte, illustrated. 

Messrs. T. C. and E. C. Jack announce :—“ The Edin¬ 
burgh Stereoscopic Atlas of Anatomy,” edited by Dr. 

D. Waterston; “ Moths and Butterflies of the United 
States East of the Rocky Mountains,” by S. F. Denton, 
illustrated ; and five volumes by Dr. C. W. Saleeby entitled 
respectively:—“ Evolution,” “ Heredity,” “ Psychology,” 
“ Ethics,” and “ Sociology.” 

Mr. F. Lehmann (Stuttgart) promises :—Oologia 
universalis palaearctica, ” by G. Krause, 150 parts, illus¬ 
trated. 

Messrs. Crosby Lockwood and Son give notice of :— 

Motor Vehicles for Business Purposes, a Practical Hand¬ 
book for Those Interested in the Transport of Passengers 
and Goods,” by A. J. Wallis-Tayler, illustrated; “Milling 
Machines, a Practical Treatise on their Design, Construc¬ 
tion, Equipment arfd Economic Working, illustrated with 
Examples of Recent Designs by Leading English, French, 
and American Engineers,” by J. Horner; “The Elemen¬ 
tary Principles of Electrical Engineering, a Class-book for 
Junior and Advanced Students,” by J. H. Alexander, illus¬ 
trated; “The Horticultural Note Book, a Manual of 
Practical Rules, Data, and Tables, for the Use of Students, 
Gardeners, Nurserymen, and Others interested in Flower, 
Fruit and Vegetable Culture, or in the Laying-out and 
Management of Gardens,” by J. C. Newsham; and new 
editions of “ Electricity as Applied to Mining,” by A. 
Lupton, G. D. A. Parr, and H. Perkin, illustrated; and 
“ The Art of Leather Manufacture, a Practical Handbook in 
which the Operations of Tanning, Currying, and Leather 
Dressing are fully Described, and the Principles of Tanning 
Explained, together with a Description of the Arts of Glue 
Boiling, Gut Dressing, &c.,” by A. Watt. 

Messrs. Longmans, Green and Co.’s list includes:— 
“ The Mammals of Great Britain and Ireland,” by J. G. 
Millais, vol. iii., illustrated; “The Secret of the Totem,” 
by Andrew Lang; “ The Physiology and Therapeutics 
of the Harrogate Waters, Baths, &c.,” by Drs. W. Bain 
and W 7 . Edgecombe; “The Scientific Principles of Wire¬ 
less Telegraphy,” by Dr. J. A. Fleming, F.R.S. ; “Steam 
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Turbines,” by W. Gentsch, translated from the German by 
A. R. Liddell, illustrated; “The Unit in the Struggle for 
Existence ” ; “ A Common Humoral Factor of Disease and 
its Bearing on the Practice of Medicine,” by Dr. F. Everard 
Hare; “A Manual of Diseases ol the Nose and its 
Accessory Cavities,” by Dr. H. L. Lark, illustrated; 
*' Synthetica, being Meditations Epistemological and Onto¬ 
logical,” by S. S. Laurie; “Wild-fowl,” by L. H. De 
Visme Shaw; “The Fox,” by T. F. Dale, illustrated; 
“ Physical Chemistry and its Applications in Medical and 
Biological Science,” by A. Findlay; “ Elementary Practical 
Metallurgy, Iron and Steel,” by P. Longmuir, illustrated; 
“ Elementary Electrical Calculations,” by W. H. N. James 
and D. L. Sands ; “ The Ventilation, Heating, and Light¬ 
ing of Dwellings,” by J. W. Thomas, illustrated; and 
new editions of “ The Diseases of Children, Medical and 
Surgical,” by Dr. H. Ashby and G. A. Wright, illustrated; 
“ Anatomy, Descriptive and Surgical,” by H. Gray, 
F.R.S., edited by T. Pickering Pick and R. Howden, 
illustrated. 

Messrs. Sampson Low, Marston and Co., Ltd., 
announce:—“From Fibre to Fabric,” by E. A. Posselt, 
being a treatise giving a thorough description of the 
properties and supply of the fibres, as well as the various 
processes dealing with wool-cotton, silk, woven and knit 
goods, illustrated. 

Messrs. James Maclehose and Sons (Glasgow) have in 
the press :—•“ Kaempfer’s History of Japan in 1693 ; an 
Account of the State and Government of that Empire ; of 
its Temples and other Buildings; of its Metals, Minerals, 
Plants and Animals ; of the Chronology and Succession of 
its Emperors;” written in High Dutch, by Engelbert 
Kaempfer, M.D., Physician to the Dutch Embassy to the 
Emperor’s Court, and translated by J. G. Scheuehzer, 
F.R.S., 3 vols., illustrated; and “Catalogue of the 

1 Young ’ Collection of Books on Chemistry,” edited, with 
bibliographical notes, by Prof. J. Ferguson, 2 vols. 

Among Messrs. Macmillan and Co.’s announcements 
are:—“Lectures on the Early History of the Kingship,” 
by J. G. Frazer; “Tribes of the Malay Peninsula,” by 
W. W. Skeat, 2 vols., illustrated; “A People at School,” 
by H. F. Hall; “ Mediaeval Rhodesia,” by D. Randall- 
Maclver, illustrated; “The Life-history of British Flower¬ 
ing Plants,” by Lord Avebury, F.R.S., illustrated; 
Cambridge Natural History, vol. i., “ Protozoa,” by Prof. 
Marcus Hartog, “Sponges,” by Prof. W. J. 'Sollas, 
F.R.S., “Jelly-fish, Sea-anemones, &c.,” by Prof. S. J. 
Hickson, F.R.S., “Star-fish, Sea-urchins, &c.,” by Prof. 

E. W. MacBride, illustrated; “ Observations of a 
Naturalist in the Pacific between 1896 and 1899,” by' Dr. 
H. B. Guppy, vol. ii., “Plant Dispersal in the Pacific,” 
illustrated; “The Prevention of Senility and a Sanitary- 
Outlook,” two addresses, by Sir J. ' Crichton-Browne, 

F. R.S. ; “Stonehenge Astronomically Considered,” by Sir 

Norman Loekyer, K.C.B., F.R.S.', illustrated; “Text¬ 

book of Palaeontology,” by Profs. K. A. Zittell and C. R. 
Eastman, vol. iii., “ Mammalia,” illustrated; “ The 
Chemistry of the Proteids,” by Dr. Gustav Mann, based 
on Dr. Cohnheim’s “ Chemie der Eiweisskorper ”; “A 
Handbook of Climatic Treatment, including Balneology ” 
by Dr. W. R. Huggard ; “The Philosophy of Religion,’” 
by Prof. H. Hoffding, translated bv Miss B. E. Meyer; 

“ Idola Theatri : an Explanation of the Fallacious Prin¬ 
ciples that have hindered the Progress of Philosophy in 
recent years, further illustrated by Criticisms of some Lead¬ 
ing Oxford Thinkers,” by H. Sturt; “The Philosophy of 
Martineau in Relation to the Idealism of the Present Day,” 
by Prof. H. Jones; “Easy Mathematics: chiefly. Arith¬ 
metic; being a Collection of Hints to Teachers, Parents, 
self-taught Students, and Adults, and containing a Sum¬ 
mary or Indication of most things in Elementary Mathe¬ 
matics useful to be known,” by Sir Oliver Lodge, F.R.S. ; 
“A Study in Nursing,” by Miss A. L. Pringle; “New 
Creations in Plant Life, an Authoritative Account of the 
Life and IVork of Luther Burbank, bv W. S. Harwood 
illustrated; “ In the Heart of the Canadian Rockies,” by 
J. Outram, illustrated; “Persia Past and Present, Trans- 
caspia and Turkestan, a Book of Travel and Research,” 
by Prof. A. V. Williams Jackson, illustrated; “Vikings 
of the Pacific ; the Adventures of the Explorers who came 
from the West, Eastward : Bering, the Dane ; the Outlaw | 
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Hunters of Russia; Benyousky, the Polish Pirate; Cook 
and Vancouver, the English Navigators ; Gray, of Boston, 
Discoverer of the Columbia; Drake, Ledyard, and other 
Soldiers of Fortune on the West Coast of America,’* by 
A. C. Laut, illustrated; and new editions of “A System 
of Medicine,” by many writers, edited by Prof. T. 
Clifford Allbutt, F.R.S., re-edited by Dr. H. D. Rolleston, 
vol. i. ; ‘‘A Handbook of Metallurgy,” by Prof. Carl 
Schnabel, translated and edited by Prof. H. Louis, illus¬ 
trated, vol. i. ; and “The Founders of Geology,” by Sir 
Archibald Geikie, F.R.S. 

Messrs. Methuen and Co. promise :—Civil Engineer¬ 
ing,” by T. C. Fidler, illustrated; “A Junior Magnetism 
and Electricity,” by W. T. Clough, illustrated; “A New 
Junior Arithmetic,” by H. B. Smith; “A New Trigono¬ 
metry for Beginners,” by R. F. D’Arcy; “An Elementary 
Text-book of Inorganic Chemistry,” by R. L. Whiteley; 
and “ Examples in Physics,” by C. E. Jackson. 

Mr. John Murray announces:—“Researches in .Sinai,” 
by Prof. W. F. Petrie, F.R.S., illustrated; “Our Water¬ 
ways,” by U. A. Forbes and W. H. R. Ashford, with map; 
“Africander Land,” by A. R. C. Colquhoun; “The 
English Flower Gardens and Home Grounds,” by W. 
Robinson, illustrated; “Noteworthy Families (Science), an 
Index to Kinships in near Degrees between Persons whose 
Achievements are Honourable, and have been Publickly 
Recorded,” by Dr. F. Galton, F.R.S., and E. Schuster; 
“Cloud Studies,” by A. W. Clayden, illustrated; “The 
Book of the Rothamsted Experiments,” by A. D. Hall, 
illustrated; “Poultry Farming, some Facts and some 
Conclusions,” by “Home Counties,” illustrated; “Crea¬ 
tures of the Night, a Book of Wild Life in Western 
Britain,” by A. W. Rees, illustrated; and “Marine 
Boilers, their Construction and Working, Dealing more 
Especially with Tubulous Boilers,” based on the first 
edition of the work by M. L. E. Bertin, second edition 
brought up to date, edited by L. S. Robertson, illustrated. 

Messrs. Nelson and Sons give notice of“ A 
Naturalist’s Holiday,” by E. Step, illustrated. 

Messrs. George Newnes, Ltd., will issue :—“ What Foods 
Feed Us?” by E. Miles; and the “ Story of the Micro¬ 
scope. ” 

Messrs. C. Arthur Pearson, Ltd., promise :—“ The 
Romance of Mining, containing Interesting Descriptions 
of the Methods of Mining for Minerals in all Parts of the 
World,” by A. Williams, illustrated; and “The Romance 
of the Mighty Deep, a Popular Account of the Ocean : the 
Laws by which it is Ruled, its Wonderful Powers, and 
Strange Inhabitants,” by A. Giberne, illustrated. 

Messrs. George Philip and Son, Ltd., announce:— 

“ School Gardening,” by W. E. Watkins, illustrated. 

Messrs. G. P. Putnam’s Sons have in hand :—“ Tibet 
and Turkestan,” by O. T. Crosby, illustrated; “The 
Jordan Valley and Petra,” by Drs. W. Libbey and F. E. 
Hoskins, illustrated; “Diagnosis of Organic Nervous 
Diseases,” by Dr. C. A. Herter, revised by Dr. L. P. 
Clark, illustrated; and “Physical Regeneration,” by 
J. Cantlie. 

The Religious Tract Society direct attention to :—“ Home 
Life in Birdland, ” by O. G. Pike, illustrated; “Rambles 
with Nature Students,” by Mrs. Brightwen, illustrated; 
and “A Popular Handbook to the Microscope,” by L. 
Wright. 

Messrs. Alston Rivers, Ltd., will issue :—“ The Siege 
of the South Pole,” by Dr. H. R. Mill. 

Messrs. Rivingtons announce :—“ A Three Years’ Course 
of Practical Chemistry,” in three parts, by G. H. Martin 
and E. Jones. 

The Walter Scott Publishing Co., Ltd., promise:— 

“ Physical Education, or the Nurture and Management of 
Children, founded on the Study of their Nature and Con¬ 
stitution,” by S. Smiles, edited with additions by Sir 
H. Beevor, Bart. ; and “ Diet and Hygiene for Infants,” 
by Dr. F. H. Alderson. 

Messrs. Seeley and Co., Ltd., announce“ The 
Romance of Modern Mechanism,” by A. Williams; and 
“The Romance of Modern Electricity/’ by C. R. Gibson, 
illustrated. 

Messrs. Smith, Elder and Co. give notice of “ The Source 
of the Blue Nile, a Record of a Journey through the 
Soudan to Lake Tsana, in Western Abyssinia, and of the 
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Return to Egypt by the Valley of the Atbara, with a Note 
on the Religions, Customs, &c., of Abyssinia,’’ by A. J. 
Hayes; “Entomological Appendix,” by Prof. E. B. 
Poulton, F.R.S., illustrated; and “Ellis’s Demonstrations 
of Anatomy, being a Guide to the Knowledge of the Human 
Body by Dissection,” edited by Dr. C. Addison, illustrated. 

The list of the Society for Promoting Christian Know¬ 
ledge includes :—a new edition of “ Early Britain : Roman 
Roads in Britain,” by T. Codrington. 

Messrs. Swan Sonnenschein and Co., Ltd., announce :— 
“ Physiological Psychology,” by Prof. W. Wundt, a trans¬ 
lation of the fifth and wholly re-written German edition by 
Prof. E. B. Titchener, in 3 vols., vol. ii., illustrated; 
“The History of Philosophy,” by Dr. J. E. Erdmann, an 
English abridgment translated and edited by W. S. Hough ; 
“Thoughts and Things: a Genetic Study of Logical 
Process,” by Prof. M, Baldwin, vol. i., “ Theory of Know¬ 
ledge, Functional Logic,” vol. ii., “Theory of Reality, 
Real Logic”; “The Needs of Man: a Book of Sugges¬ 
tions,” by Dr. W\ W. Hall; “The Student’s Text-book 
of Zoology,” by A. Sedgwick, F.R.S., vol. iii., illustrated; 
“ The Student’s Hygiene, with Special Reference to the 
Syllabus of the Board of Education, 1905,” by E. Evans, 
illustrated; “ The Chemistry of Common Life, with 

Special Reference to the Syllabus of the Board of Educa¬ 
tion, 1905,” by J. B. Coppock, illustrated; “School 
Gardening for Little Children,” by L. R. Latter; and a new 
edition of “ Introduction to the Study of Organic 
Chemistry,” by J. Wade, illustrated. 

Among the announcements of the University Tutorial 
Press, Ltd., are :—“ The Primary Arithmetic,” part ii., 
(Weights and Measures, Vulgar Fractions, Practice, &c.), 
part iii.; “Geometry, Theoretical and Practical,” by 
W. P. Workman and A. G. Cracknell, part i. ; “ Scholar¬ 
ship Geometry,” by W. P. Workman and A. G. Cracknell; 
“Logarithms, and How to Use Them”; “First Stage 
Chemistry, Theoretical Organic,” by Dr. R. A. Lyster; 
“Junior Chemistry,” by R. H. Adie; “Technical Elec¬ 
tricity,” by Prof. H. T. Davidge and R. W. Hutchinson; 
“School Magnetism and Electricity,” by Dr. R. H. Jude; 
“ First Stage Physiology, ” by Dr. G. N. Meachen ; “ Prac¬ 
tical Physics,” by W. R. Bower and J. Satterly ; “ Proper¬ 
ties of Matter,” by C. J. L. Wagstaff; “Elementary 
Science of Common Life (Chemistry),” subject xxvi. of 
the Board of Education Science Examinations, by W. T. 
Boone; “ Section One, Biology ” (subject xv. of the Board 
of Education Science Examinations), by W. S. Furneaux; 
“ Section One, Physiography ” (subject xxiii. of the 
Board of Education Science Examinations); “Scholarship 
Elementary Science—BioIog5 r , ” for section ii. ; .“ Principles 
and Methods of Education,” by Dr. S. S. F. Fletcher and 
Prof. J. Welton; and new editions of “ Chemical Analysis,” 
by Drs. W. Briggs and R. W. Stewart: and “ Inorganic 
Chemistry, Second Stage (Theoretical),” by Dr. G. H. 
Bailey. 

Mr. T. Fisher Unwin gives notice of :—“ Sport and 
Travel in Abyssinia,” by Lord Hindlip, illustrated; 
“ Siberia, a Record of Travel, Climbing, and Exploration,” 
by S. Turner, illustrated; “ Rambles on the Riviera,” by 
Prof. E. Strasburger, illustrated; “Round About My 
Peking Garden,” by Mrs. A. Little, illustrated; “In 
Search of El Dorado, a Wanderer’s Experiences,” by A. 
Macdonald, illustrated; “Recreations of a Naturalist,” by 
J. E. Harting, illustrated; “The Nature and Origin of 
Living Matter,” by Dr. H. C. Bastian, F.R.S., illustrated; 
“The Mental Traits of Sex,” by H. B. Thompson; 
“Fishes I Have Known,” by A. H. Beavan, illustrated; 
“The Evolution of the World and of Man,” by G. E. 
Boxall; and “Our School Out-of-Doors,” by the Hon. 
M. C. Leigh, illustrated. 

Messrs. Whittaker and Co. promise :—“ Steam Turbine 
Engineering,” by H. M. Hobart and T. Stevens; “Wire¬ 
less Telegraphy and Telephony,” by D. Mazzotto, trans¬ 
lated by S. R. Bottone ; “A Pocket Book of Aeronautics,” 
by II. W. L. Moedebeck, translated by Dr. W. M. Varley; 
“Armature Construction,” by H. M. Hobart; “Electric 
Welding,” by F. J. Wallis-Jones; “ Electricity in Mines,” 
by P. R. Allen; “Single-phase Commutator Motors,” by 
F. Punga and R. F. Looser; “ Household Applications of 
Electricity,” by S. R. Bottone; “A Text-book of Botany,” 
by M. Yates, part i., “ The Anatomy of Flowering Plants ” ; 
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and new editions of “ Electricity in its Applications to 
Telegraphy,” by T. E. Herbert; “ The Alternating Current 
Circuit and Motor,” by W. P. Maycock; “Whittaker’s 
Electrical Engineers’ Pocket Book,” edited by K. Edg- 
cumbe; “Central Station Electricity Supply,” by A. Gay 
and C. H. Yeaman ; “ The Management of Accumulators,” 
by Sir D. Salomons, Bart. ; “ The Practical Telephone 
Handbook,” by J. Poole; “ Radiography and the X-Rays,” 
by S. R. Bottone; and “Dissections Illustrated,” by C. 
Brodie. 

Messrs. Williams and Norgate announce :—The Evolu¬ 
tion of Religion, an Anthropological Study,” by Dr. L. R. 
Farnell; “ Life and Matter, a Criticism of Prof. Haeckel’s 
‘ Riddle of the Universe,’ ” by Sir Oliver Lodge, F.R.S. ; 
and “The Inflammation Idea in General Pathology,” by 
Dr. W. H. Ransom, F.R.S. 


UNIVERSITY AND EDUCATIONAL 
INTELLIGENCE . 

Oxford. —The Indian forestry probationers elected last 
August have come into residence, and the India Office has 
issued a notice that thirteen more probationers will be 
selected at the end of October. Candidates must have 
passed Responsions at Oxford or the previous examination 
at Cambridge, or some equivalent examination, and will 
be expected to have some knowledge of chemistry, physics 
and mechanics, and to be between the age of eighteen and 
twenty-one years, but the selection board will have the 
power to relax the superior age limit in the case of candi¬ 
dates who have taken a university degree. Names of in¬ 
tending candidates must be sent to the Under-Secretary of 
State for India not later than October 26; forms of appli¬ 
cation can be obtained from Dr. Schlich, 29 Banbury Road, 
Oxford. 

Cambridge. —The syndicate appointed to consider the 
desirability of establishing in the university a diploma in 
forestry is of opinion (1) that a diploma in forestry should 
be established; (2) that .forestry should form the principal 
subject of the final examination for the diploma; (3) that 
the diploma should be granted only to graduates of the 
university ; (4) that candidates for the diploma should show 
evidence of having resided for the equivalent of one year 
in some recognised centre of instruction in practical 
forestry. If these recommendations be approved by the 
senate, the syndicate proposes to draw up and submit to 
that body detailed regulations for the scope and conduct of 
the proposed examinations and for the courses of lectures 
and practical instruction to be required of candidates for 
the diploma. 

At Emmanuel College a studentship of the value of 
150Z. is offered for the encouragement of research in 
any branch of study recognised by the university. The 
studentship is open to graduate members of the university 
whose age does not exceed twenty-eight on January 1, 
1906. It is tenable in the first instance for one year 
from January 1, 1906, but the student may be re-elected 
for a second period of one year. The latest date for re¬ 
ceiving applications is November. 20. Further information 
may be obtained from the master. The student elected is 
not required to become a member of Emmanuel College. 

Mr. J. L. Tuckett, of Trinity College, has been appointed 
senior demonstrator of physiology until. September 29,. 1908, 
and Mr. S. W. Cole, of the same college, will succeed 
Mr. Tuckett as additional demonstrator in the same sub¬ 
ject. Dr. H. B. Roderick, of .Emmanuel College, has been 
re-appointejl demonstrator of surgery. Prof. Hopkinson has 
been elected to represent the board of physics and chemistry 
on the general board of studies. Mr. J.'J. Lister has been 
re-elected demonstrator of comparative anatomy. 


Mr. James Millikan, who has given 180,000/. for the 
establishment of a university at Decatur, Ill., which shall 
bear his name, has offered, we learn from Science , to give 
a further 200,000 1. to the institution. 

A committee has been appointed to inquire into the 
expenditure on public education in England and Wales 
from Exchequer grants, local rates, and other sources, 
■with the view of ascertaining the various causes for the 
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